VZCZCXYZ0021 
PP  RUEHWEB 

DE  RUEHKG  #0331  1201715 

ZNR  UUUUU  ZZH 

P 301715Z  APR  09 

FM  AMEMBASSY  KINGSTON 

TO  SECSTATE  WASHDC  PRIORITY  7571 

UNCLAS  KINGSTON  000331 

SIPDIS 

WHA/CAR  (ANDRE  CADIEUX,  BRIDGETTE  PREMONT) 

E.O.  12958:  N/A 
TAGS:  PGOV  PHUM  JM 

SUBJECT:  REQUEST  FOR  LEAHY  HUMAN  RIGHTS  VETTING  PRIOR  TO 
ATTENDING  TRAINING  FOR  INTERNATIONAL  MILITARY  EDUCATION  AND 
TRAINING  (IMET)  PROGRAM:  DENTAL  BNCOC  COURSE,  NCO  ACADEMY, 

USA  MEDICAL  DEP  CNTR,  FT.  SAM,  TX,  MAY  13,  2009 

J.1 . Post  request  Department's  assistance  in  screening  the 
following  candidate(s)  of  the  Jamaican  Defence  Force  (JDF)  to 
participate  in  the  Dental  BNCOC  Course  pursuant  to  the  Leahy 
Act  and  Foreign  Assistance  Act.  Post  has  no  derogatory 
information . 

^2.  Name  of  proposed  candidate ( s ) : 

Name:  CAMERON,  Audley 

Known  Alias : NONE 

Gender:  Male 

Passport#:  A2027839 

Nationality:  Jamaican 

DOB:  06  May  1963 

Place  of  Birth:  Clarendon 

Occupation:  Sergeant 

Unit:  Support  and  Services  Battallion 
Service#:  JDF/23327 

Type  of  Training:  DENTAL  BNCOC  COURSE 
Training  Starts:  13  May  2009 

Travel  Date:  08  May  2009 


Name:  STEWART,  Michelle 

Known  Alias:  Shelley 

Gender:  Female 

Passport#:  A2411567 

Nationality:  Jamaican 

DOB:  14  Nov  1970 

Place  of  Birth:  Clarendon 

Occupation:  Corporal 

Unit:  Support  and  Services  Battallion 
Service#:  JDF/50198 

Type  of  Training:  DENTAL  BNCOC  COURSE 
Training  Starts:  13  May  2009 

Travel  Date:  08  May  2009 


MOSS 


